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1. MAIN MOSQUE 

1.1 Prayer Hall @ 1 m 2 / person 

1.2 Additional external prayer area 

1.3 Exhibition hall 

1.4 Muazzin’s room with wardrobes and PA system 

1.5 Racks/shelves for Al-Quran and other publications 

1.6 Male toilet and ablution area 

1.7 Female toilet, ablution area and changing room 

1.8 Mechanical and electrical rooms 

1.9 Shoe racks 

1.10 Vehicle parking area 

2 MOSQUE ADMINISTRATION 

2.1 General office 

2.2 Room for Imam 

2.3 Room for Counselor 

2.4 Meeting room 

2.5 Pantry 


2.6 Filing and stationery store 

2.7 Printing room 

2.8 Maintenance office 

2.9 Maintenance store 

2.10 Workshop 

2.11 Carpet store 

2.12 Furniture store 

2.13 Security room 

2.14 Staff toilet 

3 MOSQUE SERVICES 

3.1 General Office for zakat and benevolence 

3.2 Library 

3.21 Islamic books section 

3.22 General reference section 

3.23 Students guidance section 

3.24 Children’s guidance section 

3.25 Librarian’s room 

3.26 Workroom 

3.27 Store 

3.3 Small Kitchenette 

3.31 Eating area 

3.32 Servery 

3.33 Kitchen 

3.34 Kitchen utensil store 

3.4 Funeral Service 

3.41 Janazah receiving area 

3.42 Janazah cleaning area 

3.43 Janazah preparation area 

3.44 Toilet 

3.5 Clinic 



4 


EDUCATION 


4.1 ISLAMIC SCHOOL 

4.11 Headmaster’s room 

4.12 General office 

4.13 Store / printing 

4.14 Meeting room 

4.15 Teacher’s workroom 

4.16 Teacher’s rest room 

4.17 Lecture Hall 

4.18 Classrooms (For morning and afternoon 
sessions-religious school) (for evening 
session-tuitions and vocational classes) 

4.19 Rooms for Quran reading and practical 
prayer training 

4.20 Book and stationery shop 

4.2 KINDERGARTEN AND NURSERY 

4.21 Supervisor’s room 

4.22 General’s office 

4.23 Store / printing 

4.24 Meeting room 

4.25 Teacher’s work and rest room 

4.26 Parent’s waiting area 

4.27 Classrooms for kindergarten 

4.28 Activity area for nursery 

4.29 Food preparation room 

4.30 Store 

4.31 Toilet 
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LIVING QUARTERS 


5.1 Imam’s quarters 

5.2 Muazzin’s quarters 

5.3 Janitor’s quarters 

5.4 Special guest house 

5.5 Male traveler’s room 

5.6 Female traveler’s room 

6 COMMERCIAL INCOME 

6.1 Cafeteria 

a. Eating area 

b. Kitchen 

c. Food store 

d. Kitchen utensil store 

6.2 Mini market / groceries 

6.3 Bookshop 

6.4 Petrol station 

6.5 Electronic shops 

6.6 Gymnasium 

6.7 Tailor 

6.8 Barber 

6.9 Shoe shops 

6.10 Clothes shops 

7 INVESTMENT 

7.1 Accommodations for rent 

7.11 Condominiums / apartment 

7.12 Terrace Houses 

7.13 Flats 

7.14 Hostels 

7.2 Banking office 

7.3 Commercial offices 

7.4 Supermarket 

7.5 Hospital 
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